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Message Text 


UNCLASSIFIED 

PAGE 01 BUENOS 07928 062153Z 
67 

ACTION ARA-10 

INFO OCT-01 ISO-OO OES-06 FPC-01 XMB-04 EB-07 /029 W 

018353 

P R 062039Z DEC 76 
FM AMEMBASSY BUENOS AIRES 
TO SECSTATE WASHDC PRIORITY 8125 
ERDA WASHDC 

UNCLAS BUENOS AIRES 7928 

E.O. 11652: N/A 
TAGS: ENRG, OTRA 

SUBJECT: VISIT OF P.VICIEN, AGUA Y ENERGIA ELECTRICA 

1 . ENGINEER PEDRO VICIEN, GENERAL ADMINISTRATOR OF AGUA Y 
ENERGIA ELECTRICA HAS ADVISED EMBASSY THAT HE WILL TRAVEL 
TO U.S., ARRIVING ON DECEMBER 13 AT HOUSTON. 

2. ON DECEMBER 16 AND 17 HE WILL BE IN WASHINGTON AND WOULD 
LIKE APPOINTMENTS ARRANGED WITH APPROPRIATE PEOPLE FROM 
FEDERAL POWER COMMISSION, ERDA, OR OTHER AGENCIES IN CONNEC- 
TION WITH USES OF ENERGY. ON DEC. 16 AT 9:30 AM VICIEN HAS 

AN APPOINTMENT AT EXIMBANK. 

3. PLEASE ADVISE EMBASSY AS SOON AS POSSIBLE OF ANY MEETINGS 
ARRANGED. 
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